To:  Smith,  PaulafSmith. Paula@epa.gov] 

From:  Frederick,  Lydia 

Sent:  Thur  8/6/2015  5:02:25  PM 

Subject:  RE:  Could  you  do  some  quick  searches  for  any  press  on  the  Gold  King  Mine 


Mine  plug  blows  near  Silverton,  dumping  1M  galls  of  waste 

http://www.9ncws.com/story/ncws/local/20 1 5/08/06/silvcrton-minc-plug/3 1 2 1 8753/ 


Please  tell  us  how  we're  doing  - rate  our  customer  service! 

http://www.survevmonkev.eom/s/epalibsurvev 


lydia 

Lydia  G Frederick,  MLS 

Supervisory  Librarian  (Contractor,  ASRC  Primus) 

US  EPA  Region  8 Technical  Library 
1595  Wynkoop  St.,  80C-L 
Denver,  CO  80202-1129 

M-Th:  8:00  -4:00  PM 

Closed  Fridays  and  Federal  holidays 
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ED  000552B  00066489-00001 


(w)  303-312-6743 


"If  you  have  knowledge,  let  others  light  their  candles  at  it."  ascribed  to  Margaret  Fuller  (May 
23,  1810  - July  19,  1850),  American  journalist 


From:  Smith,  Paula 

Sent:  Thursday,  August  06,  2015  10:44  AM 
To:  Frederick,  Lydia;  Henderson,  Dedre 

Subject:  Could  you  do  some  quick  searches  for  any  press  on  the  Gold  King  Mine 


By  Silverton  and  Durango.  The  mine  blew  out  as  a result  of  clean-up  efforts  there  and  we’re 
trying  to  determine  the  extent  of  damage  and  media  coverage.  Thanks! 


- Paula 
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